Message 


From; Lobik Stephen [slobik@facil.umass.edu] 

Sent: 3/3/2010 2:49:51 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us]; Popstefanija, Marija (DPH) 

[Marija.Popstefanija@state.ma.us] 

CC: laugher, Helen (DPH) [Helen.Taugher@state.ma.us] 


Jim and Helen, 

Just to confirm I will be stopping by Jim's office later today with Kevin Reardon from Dietz & Co. We may be 
there around 1:00 instead of 1:30. Does that create a problem? i just want to introduce Kevin before he 
starts looking around the building. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(7)413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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